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expansion to 180 keys. 


signal outputs. 


@ TTL compatibility for all contro! 
Signals and data outputs. 


@ Dual operation of two KEA 90 arrays for 


True N-key rollover operation. 


Error detection and data lock-out for 
simultaneous key depression. 


Manual or automatic repeat operation. 
Parity bit (odd or even externally 
selected). 


Automatic key inhibit action for 
selected keys (defined by user). 
@ Complete switch bounce immunity. 
@ Latched data outputs and control 


@ Four level, 10 bits per level, encoding 


MCS 1008 
(MTS 1008) 


KEY 
KEYBOARD 
ENCODER 
EXPANDER 
ARRAY 


Syston Diagran 


Ss ee ahi MOS KEYBOARD ENCODER ARRAYS! FEATURING 
ur level encoding o eys. 
© Expansi ak ken LSI SUBSYSTEM THAT GENERATES ¢ Two-level 8 bit encoding of 
pansion to 92 or 128 keys 28 keys 
: ae I ok ; ENCODED DATA FROM KEYBOARD e@ True N-key rollover 
rue N-key rollover operation. ti 
@ Error detection and data lock-out SWITCH ENCLOSURES e aa a= h bounce 
for simultaneous key depression. pact ace , 
© Repeat operation. e Serial TTL compatible data 
@ Internal parity generation output. 
(odd or even). Supplies two phase clock signals and a gated repeat e Electrical Shift/Lock. 
© Complete switch oscillator signal required by Keyboard Encoder products 
sornie ape currently available from MOS TECHNOLOGY, INC. 
@ Latched data out- 
puts, control CLOCK REPEAT 
signal outputs. GENERATOR OSCILLATOR 
© TIL compati- FEATURES FEATURES 
Bi foe all © 5 KHz to 100 KHz @ 5Hz to 45Hz—vari- 
contro ee Lera eS LOgUCNCY, able frequency, ex- 
lly selected. # ’ 
signals, ° 25% te 49% “Variable : ternally selected. 
_ duty eycle, externally es © Oscillator Gating — sepa- 
puts © Low Output Impedence— 30 rate on/off controls with 
: up to 500 pf loads are ‘ variable delay for “on” 
ractical. " . contro] 
e pas ves Consumption—220 MTS 2517 , 
@ May (fps at EM with external 
oscillator. 


WE TURNED A TECHNOLOGY 
INTO A COMPANY 


CONTACT US DIRECT 


EASTERN REGIONAL CENTRAL REGIONAL WESTERN REGIONAL 


SALES DIRECTOR 


Mr. William Whitehead 
MOS TECHNOLOGY, INC 


Plainview, N.Y. 11803 
Phone: (516) 822-4240 


SALES DIRECTOR 


Mr. Alan Mattal 
MOS TECHNOLOGY, INC. 
10400 W. Higgins Rd 
Suite 631 
Rosemont, III. 60018 
Phone: (312) 298-2035 


88 Sunnyside Blvd. 
Suite 307 


SALES DIRECTOR 
Mr. Jack Buckamier 
MOS TECHNOLOGY, INC. 
2172 Dupont Drive 
Suite 221, Patio Bidg. 
Newport Beach, Calif. 


92660 
Phone: (714) 833-1600 


Circle 900 on reader service card 


MOS TECHNOLOGY, INC. 


VALLEY FORGE INDUSTRIAL PARK, VALLEY FORGE, PA. 19481 + (215) 666-7950 
an affiliate of ALLEN-BRADLEY 


